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An Account of an Aqueduft defignd for carrying 
the River Eure to Vcrfaille* 

HE JqueduU whidh is to be made met Maintenon, 
_ ] m _ for the carrying the River Eure to Ferfatll'e, will 
have in length 7000 Fathom s 462 whereof will be 3/ 
Fathom and 4 foot high, the reft will be lower accord- 
ing to the difference of the ground, but not lefs then j 
foot and 6 Inches high. There will be to the faid Aqu*~ 
duU %6i Arches, which, where they are higheft, will 
have 12 Fathom in bredth and 8 Fathom in thicknefs, 
diminifhing to 14 foot at the top. The other Arches 
will be Iefler in breadth, as well as thicknefs, according 
to the Nature of the ground. The laid AqueduB will 
have 17 Inches fall to every 1000 Fathom in length, fo 
that for the 7000 Fathom, there will be 8 foots Inches 
fell. The River is to pafs^by Maintenon, le Pare Efper- 
non 7 Gajeran, ^ambouillet, les EJfars, le Perrey, Cognie* 
res, ana from thence to VerfatUes. There are 14000 
Soldiers that work thereat, under the Command of the 
Marques d Vxel/o, with three CommifTarys of War for 
their Conduct, together with Treafurers, Pay- Matters, 
and Vi&uallers.. 
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